SACRED  HEART  ROMAN  CATHOLIC  CHURCH 
243  Lafayette  Avenue,  Palmerton,  Penna. 

Reverend  Father  John  Matlos 
This  most  outstanding  church  was  built  in  1956- 
1957,  and  dedicated  in  1958.  It  was  built  on 
the  site  of  the  old  church,  which  was  built  in 
1908.  The  stained  glass  windows  are  from  France 
and  the  extensive  marble  work  was  imported 
from  Italy.  The  altars,  statues,  the  main  en- 
trance and  the  baptismal  are  beautifully  done  in 
colored  marble.  The  seating  capacity  is  for  500 
persons. 

General  Contractor;  Chas.  O.  Yale 
Architects;  Brown  and  Guenther 
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